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Effective : 
Supersedes 
Revision: 

LIST U 

3 -CHANNEL DATA REDUCTION EQUIPMENT 
FOR SYSTEMS 1 and 3 


May 22, 1957 


ITEM 

MP 

NUMBER 

NOMENCLATURE 

NO.. OF UNITS 

1 

10939 

A RACK, PLAYBACK EQUIPMENT, Consisting of: 



10886 

Ampex 350, Z-l 

1 


10990 

Ampex 350, Z-2 

1 


10771 

Playback -Re cord Amplifier and Monitor 

1 


10759 

Mixing Output Control 

1 


1084-5 

Time Mark Generator 

1 


10818 

Amplifier Power Supply 

1 


10876 

Cabinet Assembly, Electronic 

1 


10846 

Auxiliary Power Supply, Control Chassis 

1 

W 

10842 

Auxiliary Power Supply, Rectifier Chassis 

1 


10935 

Power Cable 

1 


10871 

Master Power Switch Panel 

1 

2 

11892 

GUIDE, INSTRUCTION (For A Rack) 

1 

3 

10945 

MANUAL, OPERATION AND MAINTENANCE, AMPEX 

TAPE TRANSPORT, AMPEX CATALOG NO. 5700 
■(Modified) 

1 

4 

10927 

B-l RACK, DUPLICATING EQUIPMENT, Consisting of: 



10775 

Ampex 300; Z-5 

1 


10848 

Ampex 300, Z-6 

1 


10879 

Ampex 350, Z-7 

1 


10869 

Cabinet Assembly, Electronic 1 
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MP 

ITEM NUMBER 

4 10760 

(Cont 'd) 

10947 
1 10948 

IO85O 
IO835 
10919 
IO831 
10780 
10840 
IO366 

6 10738 

7 10942 
10764 
10759 

10771 

10818 

10902 

10668 

10344 

10846 



NOMENCLATURE 
Power Switch Panel 
Power Cable 

B-2 RACK, DUPLICATING EQUIPMENT, Consisting of 

Ampex 300, Z-3 

Ampex 300, Z-4 

Transport Sequence Control 

Transport Sequence Control Power Supply 

Cabinet Assembly, Electronic 

Power Switch Panel 

Power Cable 

GUIDE, INSTRUCTION (for B-l and B -2 Racks ) 

C RACK, PLAYBACK ANALYSIS EQUIPMENT, Consisting of: 
Ampex 350, Z-8 

Mixing Output Control 
Playback Record Amplifier 
Amplifier Power Supply 
Cabinet Assembly, Electronic 
Power Switch Panel 
Power Cable 

Auxiliary Power Supply Control Chassis 


NOo OF UNITS 
1 
1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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Revision: 


3 -CHANNEL DATA REDUCTION EQUIPMENT 


FOR SYSTEMS 1 and 3 


ITEM 

MP 

NUMBER 

NOMENCLATURE 

NO. OF UNITS 

7 

10842 

Auxiliary Power Supply Rectifier Chassis 

1 

Cont *d) 

8 

10774 

GUIDE, INSTRUCTION (for C Rack) 

1 

9 

10933 

F RACK, EVENT MARKER EQUIPMENT, Consisting of: 


W 

10934 

Time Display 

1 


10943 

Chart Recorder 

1 


70039 

Alfax A Paper 

1 


10884 

Data Separator 

1 


IO837 

Separator and Display, Power Supply 

1 


IO898 

Cabinet Assembly, Electronic 

1 


10874 

Power Switch Panel 

1 


10375 

Power Cable 

1 

W 

10378 

Data Cable 

1 


10355 

Data Cable 

1 


10346 

Data Cable 

1 

10 

10910 

GUIDE, INSTRUCTION (For F Rack) 

1 

11 

10438 

SYSTEM SIGNAL CABLE 

1 

12 

10395 

SYSTEM SIGNAL CABLE 

1 

13 

10363 

SYSTEM SIGNAL CABLE 

1 

14 

10370 

SYSTEM CONTROL CABLE 

1 

15 

10340 

SYSTEM CONTROL CABLE 

1 

16 

10352 

SYSTEM CONTROL CABLE 

1 
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3 -CHANNEL DATA REDUCTION EQUIPMENT 
FOR SYSTEMS 1 and 3 


ITEM 

MP 

NUMBER 

NOMENCLATURE 

NO. OF UNITS 

17 

103^2 

SYSTEM CONTROL CABLE 

Delete 

18 

10613 

SYSTEM TEST TAPE 

1 


10909 

SYSTEM TIE ROD (For A, B-l, and B-2 Racks) 

1 
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